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Apple lie: Cable structure to Comrex CR-II 

APPLE lie COMREX CR-II 
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Dip switch settings for COMREX: 

Switch series 1: all closed 

Switch series 2: all closed except 3 

Clinton Computer, MD 

Tech Info Library Article Number: 1450 


